The opening ceremony went off yesterday without
any difficulty. I stood the strain well. The doctors
came afterwards and they were satisfied to find no
alteration in the pulse. I hope you left your con-
stipation here.

Bapu

Immediately after handing this for the post, I got
your expected beautiful letter*. It is perfectly intelligible.
There are very few mistakes. Continue to write as often
as you like.

B.

Shrimati Miraben,
Satyagraha Ashram
Sabarmati.

* in Hindi.

57